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Message Text 

LIMITED OFFICIAL USE 

PAGE 01 ROME 21116 271624Z 
ACTION OES-07 

INFO OCT-01 EUR-12 ISO-00 DOE-11 SOE-02 L-03 ACDA-12 
CIAE-00 INR-07 10-13 NSAE-00 NSC-05 EB-08 NRC-05 
DODE-00 SS-15 SP-02 /103 W 

016854 271706Z/47 

R271515Z DEC 77 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 9492 
AMEMBASSY BRUSSELS 


LIMITED OFFICIAL USE ROME 21116 

USEC 

DEPT PASS DOE 

E.O. 11652: NA 

TAGS: ENRG, TECH, MNUC,H5 

SUBJECT: SAFEGUARD INSPECTION: EXPIRATION OF US/ITALY AGREEMENT 
FOR COOPERATION-CIVIL USES OE ATOMIC ENERGY 

REE: STATE 306251 

1. ALBONETTI, HEAD OF CNEN INTERNATIONAL AEFAIRS, INFORMS US 
THAT PROPOSED INSPECTION WILL BE WELCOME ON DATES INDICATED. 
CNEN WILL COORDINATE VISITS WITH ITALIAN INSTITUTIONS. SCIATT 
AMEMB ROME WILL BE CONTROL OFFICER. 

2. FOR BRUSSELS: INFORM ROME AND WASHINGTON WHO WILL PARTI- 
CIPATE FOR EURATOM AND WHETHER AMEMB ROME IS TO MAKE THEIR 
RESERVATIONS. 

3. DOE IS REQUESTED TO RECONEIRM DATES AND PARTICIPATION BY 
TUBBS AND GARRETT.GARDNER 

LIMITED OFFICIAL USE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: AGREEMENTS, NUCLEAR SAFEGUARDS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 27-Dec-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1 977ROME21 1 1 6 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770482-0223 

Format: TEL 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19771216/aaaaamml.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 705b0efd-c188-dd11-92da-001cc4696bcc 
Office: ACTION OES 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 306251 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29-Mar-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 127133 
Secure: OPEN 
Status: NATIVE 

Subject: SAFEGUARD INSPECTION: EXPIRATION OF US/ITALY AGREEMENT FOR COOPERATION-CIVIL USES OF ATOMIC ENERGY 

TAGS: ENRG, TECH, MNUC, IT 

To: STATE BRUSSELS MULTIPLE 

Type: TE 
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